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Financing problems for the independents, 
211. 





PUBLIC UTILITIES FORTNIGHTLY 


TELEPHONES—continued 
Key phone unions headed for CIO, 581. 
— wage hike seen as “sure thing,” 


New labor law and wire services, 105. 
Phone bills stalled in Congress, 173. 
oe startles telephone industry, 


REA-Bell system reach phone agreement, 


Regulatory problem facing industry, 69. 
— issue disapproved in New York, 


State resistance to phone rate requests, 106. 

Statewide phone service is co-ops’ plea, 369. 

Telephone companies lead march to higher 
rates, 582 

Texas leads parade to rural telephony, 512. 

USITA fiftieth anniversary, or Golden 
Jubilee, meeting, 649. 

West kicks on phone taxes, 38. 

What the state commissioners are thinking 
about, 234. 


TELEVISION, 
FCC Video quiz due, 38. 
— startles telephone industry, 


TENNESSEE VALLEY AUTHORITY, 
Comments on Gunther’s book, 179. 
Norris, Tennessee: an abandoned experi- 

ment, : 

Purse-string control over cities, 35. 
Repayment of borrowed moneys, 34. 
TVA and generation, 101. 
TVA reforms for 1948, 365. 


TRANSPORTATION, 
Battle of the bottleneck in Washington, 144. 
Britain’s problem of transport nationaliza- 
tion, 93. 
Gaining public acceptance for needed fare 
increase, 425. 
Smashups and labor turnover connected, 


Specter of insolvency again haunts transit 
business, 756. 

Taft-Hartley Act’s bearing on transit oper- 
ation, 399. 


TRANSPORTATION—continued 
Urban transportation of yesterday and ¢ 


day, 3. 
What the state commissioners are thinking 
about, 234 


UNDERWRITERS, 
—_ rs soem meetings” and selling meth- 


UNIONS, 
See Labor. 


UNITED STATES INDEPENDENT 
TELEPHONE ASSOCIATION, — 
Fiftieth anniversary, or Golden Jubilee, 

meeting, 649. 


VALUE 
“Investment value” and “bundle of rights’ 
ghd in holding company proceeding, 


VETERANS, 
tilities’ use of disabled veterans, 29. 


WAGES, 
See also Labor. 
Rate regulation v. wage regulation, 84. 


WASHINGTON, 
Battle of the bottleneck in Washington, 144. 


WATER POWER, 
— effects of Federal power monopoly, 


Flood control without power, 333. 

Grass-root sentiment does not favor an 
MVA, 547. 

Measuring snow for power, 10. 

Reclamation Bureau lists power expendi- 
tures, 439. 

Story of Clark Hill hydroelectric develop- 
ment, 285. 

Swinging the kilowatt circuit, 507. 


WISCONSIN, 
Two Rivers Case as straw in the wind, 441. 


WRITING, 
Plea for plain English. 2? 








